THE  DESIGN  OF SEA  OUTFALLS.

it was always kept vertical by the sling from the der-
rick. As soon as the pile was down to its final level
the ground was filled in round the arms, and in this
running sand the pile became perfectly fast and im-
movable a few minutes after the sinking was com-
pleted. The whole process, from the first slinging of
the pile to the final setting, did not take more than 20
or 25 minutes."

Screw piles may be used if the ground is suitable,
but, if it is boulder clay or similar material, the best
results will probably be obtained by employing rolled
steel joists as piles.
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